RECOLLECTIONS AND REFLECTIONS
L. R, Wilberforce was associated with Fitzpatrick. The attendance got so large that it was impossible to accommodate the students in the Laboratory, and we had to look out for a new home. We found one at last in a corrugated iron shed which had been used as a dissecting-room. It was not, to begin with, all that could be desired, for such a nauseating odour clung to it that Fitzpatrick and Wilberforce had to exhaust all the resources of physics and chemistry to dispel it. The Laboratory boy was so terrified by fear of the ghosts of the former inhabitants that it was long before he could be persuaded to stay in the room unless someone was with him. When these difficulties had been overcome, the room proved well suited for its purpose. It was big enough to hold large classes, a most important point when the time-table is as crowded as that of a medical student. The classes were held here until a new south wing was added to the Laboratory in 1894. This contained a very large room designed and well equipped for large classes; in this the M.B. classes have been given ever since it was opened.
Glazebrook gave up the lectures to medical students in 1890 on becoming the Principal of University College, Liverpool. The lectures were continued by J. W. Cap-stick, who had succeeded him as Lecturer in Physics at Trinity College, and when he became Junior Bursar of Trinity in 1898, Fitzpatrick undertook the lectures as well as the demonstrations to medical students; from that time until he became Vicc-Chancellor of the University in 1916 he had the entire management of this department of the Laboratory : he made a great success of it, and his work was of outstanding importance to the progress of the Laboratory. This is far from being the only obligation we are under to Fitzpatrick. Of the many gifts